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Message Text 


CONFIDENTIAL 

PAGE 01 ISTANB 02143 090535Z 
53 

ACTION SY-05 

INEO OCT-01 EUR- 12 NBA- 10 ISO-00 OC-05 CCO-00 ( ISO ) W 

115310 

R081331Z JUL 75 
EM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 6209 
AMEMBASSY BEIRUT 
INEO AMEMBASSY ATHENS 
AMCONSUL ERANKEURT 

CONEIDENTIAL ISTANBUL 2143 

DEPT FOR A/SY/T AND OC; BEIRUT EOR RCO; ATHENS EOR TSO; 
ERANKEURT FOR RTC/RSS 

EO 11652: GDS 
TAGS: ACOM, ASEC 

SUBJECT: VHF RADIO TECHNICAL SECURITY HAZARD 
REF: ISTANBUL 1577 

1. AUDIO WHICH WAS AVAILABLE AT MSG DESK VIA DESKON ELIMINATED 
WITHOUT USE OE COR. 

2. SYMPTOM WAS AUDIO PROJECTED EROM DM-76 DYNAMIC SPEAKER TO 
MSG DESKON SPEAKER. TROUBLE BOUND TO BE TWO PAIRS TRANSPOSED 
AND GROUNDED TO HOT CHASSIS. PROBLEM ELIMINATED BY REWIRING 
CKT WITH SHIELDED SINGLE PAIR. 
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CONEIDENTIAL 
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